To:  Jenkins,  Laura  Flynn[Jenkins. Laura@epa.gov] 

From:  Laura  Jenkins 

Sent:  Fri  8/7/2015  12:20:31  AM 

Subject:  7NEWS  Denver:  Animas  River  dosing  due  to  contaminated  water 

Animas  River  closing  due  to  contaminated  water 
By:  Deb  Stanley, Oscar  Contreras 

Description:  More  than  1 million  gallons  of  contaminated  water  was  accidentally  released  from  the  Gold 
King  mine. 

(Sent  from  7NEWS  Denver) 

Link  to  this  article: 

http://www.thedenverchannel.com/news/local-news/1m-gal-of-contaminated-water-spilled-from-gold-king- 

mine-into-animas-river 
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